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ALUMINUM 
-Service Drop 
-Bare ACSR 
-USE, XHHW 
-URD 

• ASSEMBLIES 
AUTOMOTIVE & BATTERY 

-GPT, GXL, SGT, SXL 
-Trailer Cable 
ARMORED CABLE 
-Aluminum and Galvanized Steel 
Interlocked Armor 600 Volt - 
15,000 Volt 100% and 133% 

UL listed Type MC CT Use 

• BUS DROP 

BARE COPPER, TROLLEY WIRE 
-14 AWG through 1000 MCM 
Bare and Bare Tinned Soft 
Drawn, Medium Hard Drawn 
and Hard Drawn 

• CONNECTORS 

• COINTTROL & TRAY CABLES 
-THHN/PVC (VNTC), XHHW/ 

PVC, EPR/Hypalon, EPR/PVC, 
XLP/Hypalon, FREP/CPE, 

IMSA Traffic Signal Cable 

• CORD SETS 

• DIESEL LOCOMOTIVE CABLE 
(DLO) 2KV 

• ELEVATOR CABLE 

• EUROPEAN APPROVED CABLE 

• FESTOON CABLE 

• FLAT COPPER BRAID 

• FLEXIBLE CABLE 
GALVANIZED STEEL 

• GROUNDING CABLE 
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We'll go to any length for you 


ELECTRICAL WIRE & CABLE 


ISO 9001/2008 Certified 


* HARMONIZED HOOK-UP WIRE 

* HEAVY DUTY CORDS 

* HIGH TEMPERATURE 
-Up to 1000°F (450°C) 

-Type SRML, SF-2, SFF 2, 

Type TGGT, MG, FEP, 

TFE Teflon, 

Type SlS(Switchboard) 

* HIGH VOLTAGE POWER, UD-P 

* HOOK-UP WIRE UL/MIL-SPEC 
-U LI 015, 1007, 1061, 1028, 

1283, 1284, 31 73/SIS, Type B, 
MTW, TEW 

-MIL-W-76B (Type MW) 

-TFN, TFFN,THHN 

* HYPALON MOTOR LEAD 

* INDUSTRIAL CONTROL 

* INSTRUMENTATION CABLE 
THERMOCOUPLE 

-300V PLTC and 600V Type TC 
-Multiple Pairs and Triads 
-Shielded or Non-Shielded 
-Thermocouple Wire 

* IRRIGATION CABLE 

* JUMPER CABLES (JEO) 
MACHINE TOOL WIRE 

* MAGNET WIRE 
MIL SPEC CABLE 
MINERAL INSULATED (Ml) 

* MINING CABLE 

-W, G & G-GC, SHD-GC 
-Mine Power Feeder 5kv, 8kv, 1 5kv 
(MPF) 

-Type P Shipboard 


• PORTABLE CORD 
- 600 Volt 

SOOW 

SEOOW 

STOOW 

• PORTABLE CORD (cont'd) 

-300 VOLT 

SJOOW 

SJEOOW 

SJTOOW 

SJTOW 

SJTW 

SJT 

SV 

SVT 

SVO 

SPT 

• PORTABLE CORD (WHITE) 
-300V/600V 

. POWER CABLES 
-Medium Voltage 5KV through 
35KV, MV-105 Wet or Dry 
-Wire and Copper Tape Shields 
-XLP & EPR Insulations with 
PVC, Hypalon, Neoprene or 
CPE Jackets 
-5KV, 1 5KV, 35 KV 

• RETRACTILE CORDS 

• ROBOTIC CABLE 

• SERVICE DROP CABLE 
. SHIPBOARD CABLE 

-MIL 24643, 24640, 915, IEEE 
-US Navy QPL Listed 
-CommercialMarine/Coast Guard 

• SIGNAL WIRE 



► SPECIAL APPLICATION 
-Connectors 
-Flat/Oval/Tubular Braid 
-Magnet Wire 
-Nichrome Wire 

-Bus Bar Wire 
-Tubing 

► SPECIAL CONTROL CABLE 
-Pendant & Reel 

-Pump 

-Elevator 

-Continuous Flexing Cable, 
CE Rated Cable 
-Festoon Cable 
-600V Flexing Small Diameter 
Cable 

-Special Custom Designed 
Control Cable 

-Flat Cables PVC & Neoprene 
-Shielded SO 

• STAGE LIGHTING CABLE 
-Type SC 

-ULType W 

• SUBMERSIBLE PUMP CABLE 

► SWITCHBOARD WIRE 

• THERMOSTAT CABLE 

• THERMOCOUPLE WIRE 

• TUBING 
-Sleeving 
-Heat Shrink 

UNDERGROUND PRIMARY 
UTILITY CABLE 

• WEATHER PROOF LINE WIRE 
WELDING CABLE 

-600V, UL, EPDM 
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ALARM & SECURITY CABLE 
ASSEMBLIES 

AUDIO/CONTROL CABLE 
BROADBAND CABLE 
COAXIAL CABLE 
COMMUNICATIONS CABLE 
COMPUTER CABLE 
CONNECTORS 
CONTROL CABLE 
CUSTOM CORD SETS 
DATA CABLE 
DIRECT BURIAL CABLE 
FIBEROPTIC CABLES 
FIRE ALARM CABLE 
HIGH TEMPERATURE 
HOOKUP WIRE 
INSTRUMENTATION CABLE 
• LAN CABLE 
-CAT 3, 5E, 6, 6A 


We'll go to any length for you 


ELECTRONIC WIRE & CABLE 


ISO 9001/2008 Certifed 




International 


BREATHER DRYER UNITS 
CABLE GLANDS 
EARTH TAGS 
ENCLOSURES 
FELT WASHERS 
JUNCTION BOXES 


• LOCKNUTS 

• NYLON WASHERS 

• PVC SHROUD 

• SERRATED WASHERS 

• STOPPING PLUGS 

• TRANSFORMER BREATHERS 



COLE WIRE WILL NICKEL PLATE ANY BRASS GLAND OR PLUG 


LOW SMOKE ZERO HALOGEN 
MICROPHONE CABLE 
MILITARY SPECIFICATIONS (MIL-SPEC) 
OUTDOOR RATED 
PATCH PANELS 
PLENUM CABLE 
POWER SUPPLY CORDS 
PROCESS CONTROL CABLE 
RETRACTILE CORDS 
RIBBON CABLE 
SATELLITE CABLE 
SECURITY CABLE 
-PVC and Plenum 
-Fire Alarm, FPLR, FPLP, NPLF 

SPEAKER WIRE 
TELCOFLEX 
TELEPHONE CABLE 
THERMOCOUPLE 
THERMOSTAT WIRE 
TUBING 


SERVICES 


INDUSTRIES SERVED 



We Specialize In "Hard To Find ” Wire & Cable 

Custom Coloring & Striping • No Cutting Charges 


Custom Design & Build 
Custom Printing 
Cutting and Stripping 
Knowledgeable Service 
Multi-Million Dollar Inventory 


Respooling 
Same Day Shipping 
Stocking Programs 
Twisting 

24 Hour Emergency Service 


Aerospace 

Broadcast 

Communications 

Control Panel/Panel Builders 

Equipment & Machinery 

Home Theatre & Conference 

Home 

Lighting 

Mining 


Power Generation 
Schools & Institutions 
Security 
■ Shipboard 
Stage Lighting 
Well & Pump 
Wire Harness 
And many more. 


LISTINGS 

INSULATING MATERIALS 

SIZES 

• UL • CE 

From conventional materials (-30°C 

• Single and multi-conductor 

• CSA • Harmonized 

to +105°C) to high performance 
materials (-80°C to +450°C) 

cables 

•MIL Spec -REA 

• 44 AWG to 2000 MCM 

• European • IMSA 

• RoHS 

From 30 volts to 35,000 volts 
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